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CONTRACT APPROVED FOR VANIER CONSTRUCTION 


April 16, 1987 --- Construction crews will begin preliminary work next week on the 
renovation and expansion of the west-end campus! Vanier Library. 

Valbrice Construction of St-Léonard has been awarded an $8.4 million contract to 
act as general contractor for the site. 

The contract with Valbrice will be signed this coming Wednesday, April 22, 1987, at 
11:30 a.m., in the office of Concordia Rector and Vice-Chancellor Patrick Kenniff. 
Preliminary construction work will begin soon afterwards. 

A short reception for library staff will be held at 12:15 p.m. in the Loyola Faculty 
Club immediately after the contract signing ceremony. 

The Valbrice bid was chosen over 19 others submitted by local construction firms. 
A total of 33 general contractors and 90 sub-contractors approached the University for 
information on tenders, "an unusually high number," according to Library Project 
Manager Jean-Pierre Roy. "Needless to say, the large number of bids put the University 
in a very advantageous position in choosing the best firm at the most reasonable price." 

The winning bid, which came in under budget, was approved by the Board of 
Governors on February 18, 1987, but the contract signing was delayed pending final 
approval by the Québec Government. That approval was provided yesterday. 

The new, enlarged Vanier Library building is scheduled to be completed by late 


summer, 1988, and will be fully operational by the start of that year's fall term. 
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For additional information contact Ken Whittingham, Assistant Director of Public 


Relations, at local (4879). 
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